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Gray Robertson is President and co-founder of Healthy Buildings International, Inc. (HBI) of 
Fairfax, Virginia. Born and raised in Liverpool, England, he graduated from London University in 
1964 with a bachelor of science degree in chemistry and botany, including extensive study of 
mycology, or fungi. 

Robertson spent three years as a bacteriologist with Evans Medical Company Ltd., Liverpool. 
He subsequently joined the Johnson Matthey Company, working for various subsidiaries in En gland 
and the U.S. as a chemist. He headed the chemicals division of the subsidiary, Matthey Bishop Inc., 
including supervision of its renowned analytical laboratories. 

In 1980, Robertson began focusing on the problem of indoor pollution. In working in association 
with microbiologist/zoologist Peter Binnie, he helped to develop methodology to identify and 
eliminate the sources of indoor pollution. 

In 1981, Robertson and Binnie co-founded HBI, a company devoted exclusively to the 
identification and control of internal pollution problems in public and commercial b uildin gs. HBI 
has diagnosed problems and specified solutions in over 122 million square feet (11 million square 
meters) of occupied space in the United States, Canada, Britain, Switzerland, Finland, Sweden, 
Norway, Italy, Hong Kong, Venezuela, Australia and New Zealand. HBI now operates offices in 
Toronto, Canada; Sydney, Australia; Madrid, Spain; London, England; and the United States. 
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